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1,  RHEINSEHNSUCHT.  v  .  W. SPEIER. (J  4, IN  DEN  AUCEN  LIEGT  DAS  HERZ  v.F.ABT. 

2,  DER  WANDERER.  v.  A.FESCA.\  5 , LEBEWOHL.  v.H.PROCH. 

3,  HERZENSWÜNSCHE  v  .  F. KUCKEN.  A  6, DER  WIRTHIN  TOCHTERLEIN  v.  C.KREUTZER. 
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DER  WANDRER. 
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F. BEYER  Op:  96. 


Allegro 
VIVO  ED 
AG I TA T O  . 
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TM;  Harmonium  is  one  of  the  most  charming  Instruments  of  this  age  of  invention;  and  though  smaller  than  tlie  common  square  Piano 
l1  orte,  it  possesses  all  the  conlinuity  and  depth  of  tone  of  the  Organ, and  is  capable  of  pouring  forth  the  most  sweetly  melodious  Sc  dulcet 
strains  or  of  producing  the  powerful  effects  of  a  full  orchestra ,  by  me  ans  of  stops  which  can  be  used  at  pleasure  by  the  performer. 

It  is  alike  calculated  for  the  Churcb,  Chapel , Concert  or  Drawing  roorn:  for  tbe  glorious  works  of  Handel,  or  tbe  enlivening  strains 
ol  tbe  dance,and  althougb  notbing  can  ever  super  sede  tbe  Piano, yet  tbe  Royal  Harmonium  for  ms  an  excellent  accompaniment  to  tbat 
Instrument, and  also  to  tbe  Ilarp ,Voice,or  Concertina,  or  all  combined. 

Any  Piano  Forte  player  can  at  once  peribrm  witb  facility  on  the  Royal  Harmonium :_its  touch  is  light  and  elastic,the  action  of  the  pedals 
"by  a  g'entle  action  of  tbe  feet ,  whicb  creates  the  supply  of  windis  particularly  easy.  The  immense  volume  of  tone  produced  bythis  little 
Instrument ,  scarcely  3  feet  higb  is  capable  of  fdling  a  building  that  wou Id  contain  1000  persons ,  thereby  rendering  it  a  valnable  aeeessory  to 
a  Church  or  Cbapel. 


Hannonium,  Oak  Case,l  Stop, 5  Octaves, 14  Guineas . 


Harmonium,  Rosewood  Case.l  Stop,  5  0ctayes,18  Guineas 


Harmonium ,Mahogany  Case,l  Stop, 5  Octaves, 15.  Guineas 


Harmonium ,  Oak  Case ,  5  Stops ,  5  Octaves , 
2  Rows  of  Vibrators,  23  Guineas , 


Harmonium , Rosewood  Case, 5  Stops,  5  Octaves, 
2  Rows  of  Vibrators,  24  Guineas . 


The  Royal  Harmonium,  Oak  Case,  8  Stops,  5  Octaves , 
JLRows  of  Vibrators,  24  Guineas. 


Tbe  Royal  Harmonium, Rosewood  Case, 8  Stops, 5  Octaves, 


2  Rows  of  Vibrators, 2 5  Guineas, 


Harmonium, Oak  Case,  12  Stops, 5  Octaves 
4  Rows  of  Vibrators,  35  Guineas. 


Harmonium, Rosewood  Case,  12  Stops, 5  Octaves, 
4 Rows  of  Vibrators,  38  Guineas. 


Piano  Forte  Harmonium, Rosewood  Case, 
and  Percussion  Action, 38  Guineas  . 


Harmonium ,  Rosewood  Case ,  1 8  Stops ,  5  Octaves , 

6  Rows  of  Vibrators,  and  Percussion  Action, 100  Guineas 


